(Price J^ist 

For Catalogue No. 2 — July 1, 1937 

ALUMINUM LADDER COMPANY 

TARENTUM, PA. 

Terms — 1% 10 Days F. O. B. Tarentum, Pa. 




TYPE SL SINGLE WALL 

LADDERS 



10' SL 1 . . 

$ 32.00 

20' SL 6 

.$ 54.00 

30' SL 1 1 

, . .$ 90.00 

12' SL 2 . . 

$ 36.00 

22' SL. 7 

.$ 68.00 

32' SL 1 2 

, . .$115.00 

14' SL 3 . . 

$ 40.00 

24' SL 8 

.$ 72.00 

34' SL 13 

. .$125.00 

16' SL 4 . . 

S 43.00 

26' SL 9 

.$ 82.00 

36' SL 14 

. .$135.00 

18' SL 5 . . 

$ 47.00 

28' SL 10 

.$ 84.00 




TYPE 2EL 2 

-SECTION HEAVY DUTY EXTENSION LADDERS 



($25.00 Extra for Stay Poles) Not Necessary on Ladders Less Than 40' 


1 8' 2EL 1 . 

SI 00.00 

30' 2EL 4 

.$135.00 

45' 2EL 7 

, . .$210.00 

20' 2EL 2 . 

$11 0.00 

35' 2EL 5 

.$160.00 

50' 2EL 8 

. .$235.00 

24' 2EL 3 . 

$120.00 

40' 2EL 6 

. .$185.00 

55' 2EL 9 

, . .$260.00 

TYPE 3EL 3-SECTION HEAVY DUTY EXTENSION LADDERS- 

-Stay Pole Included on 40' and Longer 

Ladders 

30' 3EL 1 . 

$175.00 

45' 3EL 4 

. .$255.00 

60' 3EL 7 

. . .$345.00 

35' 3EL 2 . 

$200.00 

50' 3EL 5 

. .$285.00 

65' 3 EL 8 

. . .$375.00 

40' 3EL 3 . 

$230.00 

55' 3EL 6 

.$315.00 




TYPE LDL LIGHT DUTY EXTENSION LADDERS- 

— Supplied 

with Ropes and Pulley 


16' LDL 1 . 

$ 60.00 

24' LDL 3 

. .$ 78.00 

32' LDL 5 

. . .$102.00 

20' LDL 2 . 

$ 68.00 

28' LDL 4 

, .$ 90.00 

36' LDL 6 

. . .$1 15.00 



TYPE RL ROOF LADDERS 



1 2' RL 1 . . 

$41.00 

18' RL 4 

. . .$52.00 

22' RL 6 

$73.00 

14' RL 2 . . 

$45.00 

20' RL 5 

. . .$59.00 

24' RL 7 

$79.00 

1 6' RL 3 . . 

$48.00 






FOLDING LADDERS 

Made in 10 foot length only $30.00 

STAGE 


8' PL 

1 

$30.00 

14' 

PL 

4 



.$50.50 

20' 

PL 7 

$75.00 

10' PL 

2 

$37.50 

16' 

PL 

5 



.$60.00 

25' 

PL 8 

$90.00 

12' PL 

3 

$45.00 

18' 

PL 

6 



.$67.50 









PIKE POLES 






8' PP 

1 




.$10.50 

12' 

PP 

3 



$15.00 

10' PP 

2 




.$12.50 

14' 

PP 

4 



$17.50 


Step ISadder (Price ISist 
INDUSTRIAL TYPE 

No. 100—4' $18.75 No. 101—6' $22.75 No. 102—8' $27.00 

STORE AND HOUSEHOLD TYPE 

No. 300—4' $18.00 No. 301—6' $22.00 

INDUSTRIAL PLATFORM TYPE 

No. 400 — 4' $30.75 No. 401 — 6' $35.60 No. 402 — 8' $42.75 

SOLID TYPE STEP LADDER 

For Libraries, Bank Vaults, Offices, Stores, Industrial Plants 

$14.30 No. 202—24" $19.30 . No. 203—32" 

$45.00 No. 205—48" 


No. 201—16" . 
No. 204— 46 W 


$28.00 

$55.00 


